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Henry YIIL, and the second queen whom he had sent to the
block, after repudiating a lawful wife to obtain her hand. He
had* assumed the title of king of Ireland a few days before the
execution of his fifth consort. She therefore died the first queen
of England and Ireland.

The mangled form of Katharine Howard was borne from the
bloody scaffold to a dishonoured grave in St. Peter's Church by
the Tower with indecent haste, and with no more regard to
funereal obsequies than had been vouchsafed to her equally un-
fortunate cousin, .Anne Boleyn, near whom her remains were
interred.